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Note: entries are arranged both by subject matter and title. The former are denoted by bracketed entries. 
The month and page number of each article will be found on the right of the column. 


Commentary 

Air conditioning fever 

Back to the drawing board 

Building energy code 

CIBS Conference 

Combined heat and power 

CHP prospects improve 

Compulsory energy regulations rejected 

(Conservative Party) Right turn 

Earning a crust 

(Energy conservation) Back to the 
drawing board 

(Energy crisis) Take two tablets... 

(Energy Month) Stimulating the pocket 
nerve 

(Energy Show) Show of energy 

Fuel bunkum 

Gingering up the HVCA 

Heating performance standards 

Low energy future 

(Methane fuel) Earning a crust 

(Microprocessors) Microbunk 

More energy advice 

Nuclear silence 

Protection for ductwork contractors 

Right turn 

Show of energy 

Skills shortages 

Stimulating the pocket nerve 

Strange union 

Take two tablets... 

University failures 


Special Reports 
Air Handling Units — The quest for 
an air of quality 
Boiler cleaning equipment and services 
— making a clean sweep 
Heat pumps 
Industrial ventilation 
Part 1 
Part 2 
PACKAGE AIR CONDITIONING 
SURVEY 
PACKAGE BOILER SURVEY 
Package water chillers 
Solar energy — A place in the sun 
Part 1 
Part 2 
Part 3 


The Heating & Air Conditioning Journal 


Feb 4 
Oct 4 
Dec 3 

Jul 4 
Sept 4 
Mar 3 
Jan 4 
Jun 4 
Mar 4 


Oct 4 
Aug 3 


Jul 3 
Apr 4 
Jan 3 
Oct 4 
Nov 3 
Feb 3 
Mar 4 
Aug 4 
Dec 3 
Jun 3 
Apr 3 
Jun 4 
Apr 4 
May 3 

Jul 3 
Sept 3 
Aug 3 
Aug 3 


Jan 24 


Mar 32 
Dec 18 


Nov 18 
Dec 12 


Apr 29 
Aug 25 
Oct 24 


Jun 34 
Jul 22 
Aug 22 


Principal Articles 
A division of interests at 
Heat Transfer 
A fillip for Marlo 
Air conditioning fever 
Airedale continues to grow 
All interests come together at 
the Energy Show 
Announcing... Toshiba (UK) 
Bahco air handlers for British Rail 
Book Reviews 
Call for more investment in 
construction 
Cape’s cladding wraps it up 
CEGB Headquarters saves energy 
with style 
Cheap joules for the Byker 
heating scheme 
C H Stewart extend their Giacomini 
ranges 
Computer aided duct sizing 
Computer analysis of duct systems 
Conclusions of the Marshall Committee 
Condensation in buildings 
Part 1 
Part 2 
Part 3 
Part 4 
Conducting an energy audit 
Controlling fumes from electric arc 
furnaces 
Corrosion inhibition for heating systems 
Part 1 
Part 2 
Danish district heating 
Desert cloud 
Designing efficient shell boiler plant 
Designing energy plant for more 
efficient operation 
Designing leakproof ductwork 
Distribution of district heating 
District cooling 
Part 1 
Part 2 
Early boiler problems 
Part 1 
Part 2 
Electronic air cleaner 
Energy storage and transmission by 
heat pipe 


December 1979 


Enter ASEA 

Environmental control by AAF 

ESP challenge from America 

Exports show mixed returns for 
industry 

Four new products from Carrier 

Genie Climatique International 
reunion 

Getting more electricity from coal 

Growing demand for heat recovery 

Growth of boiler insurance, The 

Guide to PEMEC °79 


Heat pump developments 

HV&AC Yearbook review 

Improved optimizer from Honeywell 

Ioning out your difficulties 

Job planning system 

Lincoln lives on at ITT Reznor 

Metallurgical developments 

Modern steam distribution practice 

Mostra Convegno — an unexciting 
Italian affair 

New ASHRAE publications 

The new standards — how they 
came about 

Oil on troubled waters 

Planning for the future generation 

Planning the built environment 

Plastic balls can save energy 

Powrmatic change their image 

Scottish redevelopment, A 


Ten year test 
Testing for performance. 
Thinking big at Sampson House 
Tracing energy consumption 
Two CIBS publications 
2001 — A fuel saving system 
Water treatment for district heating 
Part | 
Part 2 
Part 3 
What fuel treatment can do 
Wind of change in the fan market 
Winter of discontent for the fuel 
industries, A 
Working under pressure at Warmac 





